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MEMORANDUM FOR: Director of Central Intelligence 


Deputy to the Or Resource Management 


SUBJECT: Report on Intelligence Community Relationships 
with Educational Exchange Programs - Response 
to Senator Inouye's Request 


1. Action Requested: Signature and transmission of revised report 
to the Chairman, SSC1. 


2. Background: The attached report for the SSCI has been revised 


as you requested. The most significant changes a in the sections on 
a ittee on Exchanges (pgs. 1 and 2) and thee 
x1 (pg. 6). Other changes are basically modifications 


your editorial suggestions. The earlier version of the report with 
your annotations is at the left for reference. 


3. Recommendation: That you transmit the revised report to the 
Senate Select Committee on Intelligence] 


25X1 


Attachments: 
as stated 


SEE 
77-0774 [C 
21 Ae 73 


MORIUCDF 
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Distribution: 
Orig. - Adsee., w/att 
1 - Acting DDCI, w/att 
] ER, w/att 
OLC, w/att 
NFIB Sec., w/att 
- SA(JET) Chrono, w/att 
SA(JET) Subject, w/att 
D/DCI/RM, w/att 
IC Registry, w/att 


a 
(3 February 


Revised: Le, ktm 
(7 February 


